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in human urine by high-performance liquid chromatography 
with column switching 694(1997)199 


«-Tocopherol 

Simultaneous measurement of seven carotenoids, retinol and a- 
tocopherol in serum by high-performance liquid chromatography 
694(1997)71 


Toxicol drugs 

Development of a high-performance liquid chromatography 
retention index scale for toxicological drug screening 
694(1997)99 


Tris(2,2'-bipyridyl)ruthenium(I1) 

Determination of erythromycin in urine and plasma using 
microbore liquid chromatography with tris(2,2'- 

bipyridy] ruthenium(II) electrogenerated chemiluminescence 
detection 694(1997)393 


Tyrosine hydroxylase 
Tyrosine hydroxylase assay for detection of low levels of 
enzyme activity in peripheral tissues 694(1997)317 


Uric acid 

Identification and quantitative determination of uric acid in 
human urine and plasma by capillary electrophoresis with 
amperometric detection 694(1997)461 


n-Valeric acid 

In situ derivatisation and extraction of volatile fatty acids 
entrapped on anion-exchange resin from aqueous solutions and 
urine as a test matrix using pentafluorobenzyl bromide in 
supercritical carbon dioxide 694(1997)11 


Valproic acid 

Assay for valproic acid and its E-A’ metabolite in rat plasma 
by capillary gas chromatography without prior derivatization 
694(1997)115 


Vitamins 

Simultaneous analysis of retinol, all-trans- and 13-cis-retinoic 
acid and 13-cis-4-oxoretinoic acid in plasma by liquid 
chromatography using on-column concentration after single- 
phase fluid extraction 694(1997)83 


Zolpidem 

Rapid and simple method for the determination of zolpidem in 
human plasma by high-performance liquid chromatography 
694(1997)409 


